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Mr. Donald H. Nixon 


Dear Mr. Nixon: 


This is in response to your Freedom of Information Act 
request of 31 October 1978. 

The enclosed copy of a steno-English dictionary 
printout is the only remaining documentation in the CIA 
regarding the translation system. All other information, 
including the original computer tape and printout, has been 
destroyed or sent to the SHARE Program Library Agency, 
Triangle Universities Computation Center, Research 
Triangle Park, P.0. Box 12076, Durham, North Carolina, 27709. 
Our records show their telephone number as (919) 549-0671. 

I wish we could be of more help to you, but perhaps 
SHARE has the information you need. 

Our search fees are being waived. Duplication fees 
for 797 pages at 10£ a page, however, are being assessed 
and they amount to $79.70. Please make your check payable 
to the Treasurer of the United States. The check should 
be forwarded to the undersigned and reference made to your 
account number, F- 78- 1366. 


Sincerely, 
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George W. Owens 

Information and Privacy Coordinator 


Enclosure 
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